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MEXORANIAM FOR THE RECORD 


SUBJECT : Trip Report on Meeting in Philadelphia 
between General Electric and L&D 


1. A meeting was held on 2 ~ 3 March at 0.23.'s Philadel- 
phie facility. The purpose of thie meeting was to discuss and 
analyse the under 
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2. The meeting opened vith a presentation by G.B. of the 
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total Program cost picture as of now. The following is e recap: 
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was thought thet paintisg would provide the necessary 
ineulatioa but tests revealed otherwise. 
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(6) Golé Plating is a new requiranent. 





(In $1,000 of Dollars) 


found to be in order end consistent wi 
in most instances. 


es follow: 
The Subcontractor's shop orders vere 
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In summary, the Progress at 0.3. looks as follow: 


40. 


(In 1,000 of dollars) 
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